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INFUSION' 


Long-lenn Infusion 
Technique 

A icchnique is described that allows 
tail vein infusions in ihe ral up to 
sc^cral weeks without the risk of 
pressure necrosis of the mill By the aid 
of a simple metallic device the 
eaihcicr is piolceiod against damage 
by the animal. Since this armament 
is well tolerated and the mobility of 
the rat' remains unimpaired! psychic 
stress is minimized. 
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